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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 015461 

17 

ORIGIN ERDA-07 

INFO OCT-01 EUR- 1 2 ISO-OO OES-05 ACDA-10 CIAE-00 INR-07 

10-11 L-03 NSAE-00 NSC-05 EB-07 NRC-07 DODE-OO FEA-01 

/076R 

DRAFTED BY: USERDA:AD/E&A:ANTARDIFF 
APPROVED BY: OES/NET:DBHOYLE 
EUR/RPE : GW OLFE 

093081 

R 220147Z JAN 76 
FM SECSTATE WASHDC 
TO USMISSION EC BRUSSELS 

UNCLAS STATE 015461 

FOR SOL ROSEN 

E.O. 11652: N/A 
TAGS: TECH, FR 

SUB J : REFERENCE FRENCH LMFBR PROGRAM REPORT 

1 . REPORT PAGE 36 TABLE 1. THERE APPEARS TO BE SOME CONFUSION 
AS TO THE CORRECT PARAMETERS. ANL NOTES THAT A RECENT INQUIRY 
THROUGH VIENNA, IAEA THAT THE FOLLOWING VALUES SHOULD BE USED. 

1 . CORE VOLUME, 42.7 VS. 50 FOR RAPSODIE-FORTISSMO; 

2. CORE SUBASSEMBLIES, 59 VS. 64 FOR RAPSODIE-FORTISSMO; 

220 VS. 185 FOR PHENIX 450; 364 VS. 358 FOR SUPER PHENIX 

3. MAXIMUM LINEAR POER, 450 VS. 320 FOR RAPSODIE-FORTISSMO; 

463 VS. 430 FOR PHENIX 250 AND PHENIX 450; 482 VS. 450 FOR 
SUPER PHENIX; 

4. MAXIMUM TOTAL NEUTRON FLUX, 3.0 VS. 3.2 FOR RAPSODIE- 
FORTISSMO; 

UNCLASSIFIED 

UNCLASSIFIED 
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5. IHX INLET/OUTLET SECONDARY EXCHANGER, 510/350 DEGREE C FOR 
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SUPER PHENIX. 

2. PLEASE CONFIRM. SISCO 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: NUCLEAR COOPERATION PROGRAMS, MEETING REPORTS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 22 JAN 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE015461 

Document Source: CORE 

Document Unique ID: 00 

Drafter: USERDA:AD/E 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760024-0201 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 97601 31 /aaaabbbb. tel 

Line Count: 64 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN ERDA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ullricre 
Review Comment: n/a 
Review Content Flags: 

Review Date: 24 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <24 JUN 2004 by schwenja>; APPROVED <21 SEP 2004 by ullricre> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: REFERENCE FRENCH LMFBR PROGRAM REPORT 
TAGS: TECH, FR 
To: EC BRUSSELS 
Type: TE 
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